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Director of Central Intelligsnoe r EB 7 1950 

Assistant Director for Reports and -Estimates 
Expansion of Ccvorago in China 


1# Tho recall of diplomatic and consular officers fr-ac 
Chins will terminate, in the near future, state ttaj^H&ect and Service 
Attache reporting from this critical area* 

t* <1® hat engaged in dleeueslone with OSO m4 00 with a trim to 
extending their collection capabilities to supply the coverage ns* 
eoceapllAed by the State Department a nd Service Attaches* Satisfactory 
agreement has bten reached l~ l OC f and It is believed that further 

oegetiations with other 00 dleieieas will produce stellar results* 

% Xeuue&uch as all evert sources in Chine will sum be remved, all 
eeUectloK in the area I 1 

There la a critical need for OSO t© expend its collection efmtteos 
particularly In recpeci to the polities! , ecoucsdc, sod Miliary fields 
ef intelligence. 090 has indicated that it is in a position to undertake 
an «gpensica ef reporting along these line#* Herever, it i# OSS's 
u nder stand ing that such an scansion by 030 cannot be brought about 
without the approval of the Director of Central Xatellignacc* 

4* It ie essential In mj opinion that 090 be authorised to oxtand 
it# eelleciica excretion# la 0him to preside the coverage &:% need* for 
the production ©f accurate and timely intelligence repevte and eatlmtes 

m this are®* 

$• It it, therefore, requested that you approve and transit to 
the Assistant piroetnr of special Opsrvtions, the attached (MMfittdiai 
authorising the extension of OSO reeponeibilities and ©perttiene as set 
forth above. 

4# In the event this extension of 090* • collection operations ia 
epyrceed, OHS will arrange with 090 to develop the precise categories of 
reporting that will be necessary* 
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